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BULLETIN OF THE METROPOLITAN MUSEUM OF ART 



Florence. The Voyage of the Argo was 
illustrated by the two cassone panels 
painted by a member of the school of 
Pesellino with scenes from the story of 
Jason and his comrades. In each succeed- 
ing issue the aim will be to interest children 
in some one object by using it as a nu- 
cleus and building up around it a story of 
the period. 

Service Flag. The Museum's service 
flag, which has been raised over the main 
entrance on Fifth Avenue, contains nineteen 
stars. The names of the men who are 
there represented are as follows: 

Oscar W. Aube 
Benjamin Budds 
Herbert Doyle 
H. W. Fisher 
Eugene Foy 
Charles French 
Robert Alan Gordon 
Stephen V. Grancsay 
James H. Hand 
John J. Lopez 



Francis A. McFall 
Thomas McKenna 
William M. Milliken 
Albert B. Nixon 
John Reynolds 
Edward Roberts 
Stanley J. Rowland 
Albert Steinhauser, Jr. 
Herbert E. Winlock 

To the Members of the Museum who 
may have followed its efforts to treat print- 
ing as an art worthy of its careful considera- 
tion, especially to those who have seen the 
results of the association of the distin- 
guished printer, Bruce Rogers, with the 
products of its own press, during the year 
19 16, when he was connected with it, the 
news of the recent appointment of Mr. 
Rogers to the Directorship of the Univer- 
sity Press of Cambridge, England, will be 
welcome. Such a recognition of the merit 
of one of America's greatest printers, at 
this time especially, is an honor in which 
the Museum has a small share. 



LIST OF ACCESSIONS AND LOANS 

OCTOBER, 1917 

CLASS OBJECT SOURCE 

Arms and Armor Helmet (hachi), Japanese, 1350- 

(Wing H, Room 6) 1500 Gift of H. Kusunoki. 

(Wing H, Room 5) Standard head, Egyptian, 1700; 

inlaid spur, Tunisian, 1750; em- 

(Wing H, Room 9) broidered pistol holster, Spanish, 

1650 Gift of William Milne Grin- 

nell. 

(Wing H, Room 6) Quiver, fourteenth century; quiver, 

fifteenth century; helmet (ha- 
chi), seventeenth century — Jap- 
anese Gift of Masaouji Goda. 

fGoda Collection of Japanese 
sword furniture, several helmets, 
Daimyo's military equipment in 
lacquer; collection of Japanese 
objects in iron and bronze, 
I-VIII centuries, from tumuli; 
swords with bronze-gilt pom- 
mels, bronze-gilt tiara, horse 

equipment, bells, etc Gift of a Trustee of the Mu- 
seum. 

(Wing H, Room 6) Gun case, lacquered, Japanese, 

about 1820 Gift of Charles M. Schott, Jr. 

tRecent Accessions Room (Floor I, Room 6). 
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CLASS 

Arms and Armor . . . 
(Wing H, Room 6) 



(Wing H, Room 6) 



Ceramics . 



Crystals, Jades, etc 
Drawings 



Miniatures & Manuscripts. 



Miscellaneous. 



Metalwork . 



Paintings . 



*Not yet placed on Exhibition. 

fRecent Accessions Room (Floor 1, Room 6). 



OBJECT SOURCE 

Copy of iron helmet found in a 

corridor tomb at Kumobemura, 

Takigun, Tamba, 1896 Gift of the Imperial Univer- 
sity of Kyoto. 
Short sword (tanto), made by 

Miyaguchi Masafusa, Japanese, 

modern Gift of Miyaguchi Masafusa. 

*Vase, Chinese, T'ang dynasty; 

detail of a gargoyle group and a 

bowl, T'ang dynasty; five bowls, 

three incense burners, two jars, 

two vases, two cups, and a box 

lid, Sungdynasty;five dishes,five 

jars, three cups, two bowls, pot, 

vase, and bottle, Ming dynasty; 

figure of a lion and figure of a 

lion with cub, K'ang-hsi period; 

two modern copies: dish and 

brush pot — Chinese; modern 

copy of an incense burner, Jap- 
anese; rouge box and two bowls, 

Korean, Korai period Purchase. 

t/Two tiles, Persian, fifteenth cen- 
tury; tile, Indian, fifteenth cen- 
tury Gift of Philip M. Lydig. 

* Emblem, hatchet, and two disks, 

in jade, Chinese, Han dynasty . . Purchase. 
*Four portraits by John Vander- 

lyn Bequest of Ella Church Stro- 

bell. 

* Portrait of a Lady, signed Louisa; 

portrait of a Man, signed Louisa; 

portrait of a Lady, signed L. S. 

C; portrait of a Man, signed 

Barrois; portrait of a Man, artist 

unknown Bequest of Ella Church Stro- 

bell. 
*Album containing inscriptions, 

Chinese, Sung dynasty Gift of Lai Yuan & Co. 

fBook, with illuminations, Span- 
ish, dated 1525 Gift of Mr. and Mrs. Adolph 

Obrig. 
*A selection of two hundred and 

fifty-one objects, consisting of 

classical and Egyptian antiqui- 
ties, Oriental and Near Eastern 

ceramics, sculpture, stained 

glass, jewelry, enamels, paint- 
ings, water colors, and textiles . . Bequest of Isaac D. Fletcher. 
*Bronze mirror, Han dynasty; 

bronze mirror, Six Dynasties; 

bronze mirror, T'ang dynasty . . Purchase. 
fSilver teapot, Russian (Moscow), 

1765; dial, Turkoman, sixteenth 

century Gift of Philip M. Lydig. 

fThe Peace Pipe, by E. 1. Couse, 

American, contemporary. 
fThe Grey Lady, by Charles 

Marchall, French Gift of Mrs. A. Obrig, in mem- 
ory of her husband, Adolph 
Obrig. 
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CLASS OBJECT SOURCE 

Paintings fTwo paintings: Landscapes, by 

Alexander H. Wyant; two 
paintings, Evening — New Bed- 
ford Harbor, dated 1899, and 
Early Spring, dated 1894, by D. 

W. Tryon, American Gift of Mrs. George Langdon 

Jewett. 
fCossack Horses in a Storm, by 
Adolf Schreyer, German; Ma- 
rine, by George Inness, Ameri- 
can; Children Calling to the 
Cows, by Xavier de Cock, Bel- 
gian Bequest of Eliza W. Howland. 

Sculpture *Head of a woman, in stone, Chi- 
nese, late T'ang dynasty; eight 
figures in bronze and bronze-gilt, 
Korean, sixth to tenth century; 
modern copy of a figure of Bud- 
dha in gilt-bronze; printing stone, 
Chinese, eighteenth century. . . . Purchase. 

Textiles *Hattori Collection of specimens 

of brocade, eighth to eighteenth 

century Gift of a Trustee of the Mu- 
seum. 
*Five brocades and a piece of silk, 
Italian, thirteenth to seventeenth 
century; seventeen pieces of 
printed cotton, Javanese, nine- 
teenth century; four Bokhara 
embroideries, Turkish, eigh- 
teenth century; brocade and 
prayer rug, Indian, eighteenth 
century; embroidery, Asia Min- 
or, eighteenth century; damask, 
Spanish, sixteenth century; 
carpet, Chinese, early K'ang-hsi 
period; two embroidered cush- 
ion covers, Chinese, early nine- 
teenth century Purchase. 

Three pieces of modern chintz, 

French Gift of the Eddystone Manu- 
facturing Company. 

Costumes *Virgin's robe, in silk, French, 

eighteenth century Purchase. 

(Floor 11, Room 2) Book of ten jade tablets, Chinese, 

1648 Lent by A. Chester Beatty. 

*Bronze cuirass, VI 1 century B. C. . Lent by Dr. Bashford Dean. 
(Wing E, Rooms 8, 9, 10) Fourteen screens and twelve panels, 

Japanese, seventeenth century!. Lent by Charles L. Freer. 
(Wing E, Rooms 8, 9, 10) Three six-fold screens, Japanese, 

seventeenth century % Lent by Mrs. H. O. Have- 

meyer. 
(Floor 11, Room 32) Five silver chains with crosses, six 

icons, an ivory relief, and two 

painted wood panels, Russian, 

sixteenth to eighteenth century; 
(Wing H, Room 5) sword with scabbard, Turkish, 

eighteenth century Lent by Philip M. Lydig. 

(Wing E, Rooms 8, 9, 10) Five paintings, Japanese, seven- 
teenth century | Lent by Howard Mansfield. 

*Not yet placed on Exhibition. fRecent Accessions Room (Floor I, Room 6). 

t Removed from Exhibition October 29. 
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SOURCE 



OBJECT 

Bronze libation vessel, Chinese, 

Chou dynasty Lent by Mr. and Mrs. Eugene 

Meyer, Jr. 
Ten pistols, seventeenth and eigh- 
teenth centuries; dirk with scab- 
bard, early nineteenth century, 

Highland Lent by Charles M. Schott, 

Jr. 



CALENDAR OF LECTURES 



November 9 
10 



NOVEMBER 9 — DECEMBER 8 ; I9I 



/ 



The Evolution of Landscape Painting (Members) 
Story-Hour (For Members' Children) 
Salespeople's Seminar 
Story-Hour 
Mediaeval Architecture 



[5 Jean Francois Millet (For the Deaf) 



16 
'7 
17 
18 
18 
18 

23 
24 

25 

25 

25 

December 1 



The Evolution of Landscape Painting (Members) 

Story-Hour (For Members' Children) 

Salespeople's Seminar 

Salespeople's Seminar 

Story-Hour 

Romanesque Art (In French) 

The Evolution of Landscape Painting (Members) 

Story-Hour (For Members' Children) 

Salespeople's Seminar 

Story-Hour 

Italian Renaissance Woodcuts 

Story-Hour (For Members' Children) 

Salespeople's Seminar 

Salespeople's Seminar 

Story-Hour 

Textiles 

Gallery Talks (For Public School Teachers) 

Story-Hour (For Members' Children) 



Edith R Abbot 
Anna C. Chandler 
Grace Cornell 
Anna C. Chandler 
A Kingsley Porter, 

Yale University 
Jane B. Walker, 

League for the Hard 

of Hearing 
Edith R. Abbot 
Anna C. Chandler 
Grace Cornell 
Grace Cornell 
Anna C. Chandler 
Stella Rubinstein 
Edith R. Abbot 
Anna C. Chandler 
Grace Cornell 
Anna C. Chandler 
William M. Ivins, Jr. 
Anna C. Chandler 
Grace Cornell 
Grace Cornell 
Anna C. Chandler 
R. Meyer Riefstahl 
Museum Instructors 
Anna C. Chandler 
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